Church  of  Saint  Mary  the  Virgin 

139  WEST  FORTY-SIXTH  STREET 
NEW  YORK  CITY 
The  first  church  was  located  on  West 
and  was  used  as  a  place  of  worship 
to   1895.  The  cornerstone  of  the 
Gothic  edifice  was  laid  in  1894. 
was  celebrated  December  8,  1895. 
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